,CK MOUNT ENCLOSURES 



Industrial Strength for Demanding Environments. 

Rackmount enclosures have been an important and growing niche market for years. The explosive growth in networking, ISP and 
telecom applications has taken rackmount enclosures into the mainstream. Antec proudly brings its reputation for quality and 
value to this market with a line of solid, superior rack mount cases. 


4U models can be user-configured to support either of two different drive configurations. 

All models except 1U include installed front air filter. 

All models except 1U feature Lockable Drive Access Panel. 



2U20ATX300XPR 2U26ATX300XPR 3U25ATX350XPR 3U25ATX550EPS-XR 4U22ATX400 4U22ATX550EPS 


Model 








Description 

19" Rackmount, 1U 

19" Rackmount, 2U 

1 9" Rackmount, 3U 

1 9" Rackmount, 4U 

Power Supply 

ATX12V 250W 
Smart Power 

ATX 300W 
SmartPower 

ATX 12V 350W 
SL350XR 

EPS12V 550W 
True550EPS XR 

ATX 12V 400 W 
Smart Power 

EPS 12V 550W 
True Power 

Motherboard 

Extended ATX 
up to 1 2" x 1 3" 

Standard ATX 
up to 12" x 13" 

Extended ATX 
up to 1 2" x 1 3" 

Extended ATX up to 12" x 13" 
Dual Xeon Ready 

Extended ATX up to 12" x 13" 
Dual Xeon Ready 

Dims.(HxWxD) 

1.73"Hx 17"Wx23.5"D 

3.5"Hx 17"Wx 19.7"D 

3.5"Hx 17"Wx25.6"D 

5.2"Hx 17"Wx25"D 

5.2"Hx17"Wx25"D 

7"Hx 17"Wx22"D 

Ext. Drive Bays 

1 x 5.25" + 1 x 3.5" 

4 x 5.25" + 2 x 3.5" 

3 x 5.25" + 2 x 3.5" 

3x5.25" + 3x3.5" (with 120mm Fan) * 

Int. Drive Bays 

2 x 3.5" 

3 x 3.5" 

5 x 3.5" 

4 x 3.5" 

7 x 3.5" * 

Expansion Slots 

1 expansion slot, PCI 
Riser Card included 

2 expansion slots, PCI Riser Card included 

7 expansion slots (7 long card} 

Cooling System 

5 x 40mm 
Ball bearing fans 

1 x 60mm + 1 x 80mm 
Ball bearing fans 

1 x 60mm + 3 x 80mm 
Ball bearing fans 

1 x 80mm + 3 x 92mm 
Ball bearing fans 

1 x 1 20mm intake fan (Default) 
+ 2 x 80mm ball bearing exhaust fans 

Front USB ports 

N/A 

Dual front USB socket with shielded cable 

Weight / Net Gross 

1 7 / 23 lbs 

20 / 27 lbs 

25 / 32 lbs 

32 / 43 lbs 

33 / 43 lbs 

38 / 49 lbs 

38 / 50 lbs 

UPC# 

761345-94100-6 

761345-94223-2 

761345-94224-9 

761345-94325-3 

761345-94326-0 

761345-94400-7 

761345-94550-9 


c 

* alternate drive configuration for 4U models: 6 x 5.25" and 3 x 3.5" external drive bays, with 3 x 3.5" internal drive bays and no 1 20mm intake fan. < 
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